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of water evaporated per day, the total demand of the air
on the plant for water. The writer kept duplicate atmom-
eter records for one year at Whittier and Riverside,
California, for the purpose of measuring this difference
in the climate of the two places. Whittier is in Los
Angeles County, about fifteen miles from the coast,
and situated on the foothills facing the sea. Riverside is
about thirty-five miles due east of Whittier and on the
opposite side of the hills.

ATMOMETER RECORDS JUNE 1, 1911, TO MAY 31, 1912


	WHITTIER
	BlVEHSIDB

1911, June      ........ July      ........ August      .......
	686.0 cc. 779.1 9348
	1,302.1 ce. 1,301.0 1,244 3

Septornbor
	852 7
	1 421 7

October
	9897
	1 2497

NovGinb6r      ......
	1,544 0
	1,541 4

December      ......
	1,279.3
	1,371 3

1912 January
	1 319 5
	1 211 1

February        ......
	1,025.0
	1,019 8

March.       .......
	654.6 l
	6204

April     ........
	464.8
	1,017.9

May      ........
	707.2
	1,643.4

Total ........
	11,236.7
	14,944.1

AvcyragB daily .             .
	307
	409


	
	

1 Estimated from incomplete records.
These figures show that the draught of the air for water
is about 33 per cent greater at Riverside than at Whit-
tier, and this fact considered in connection with the